ELECTRICITY IN MODERN LIFE

ting hold of the cable, the position of which was then as
shown in Fig. 39. The "Medway" then cut tho cable
by means of a cutting grapnel at a depth of 800 fathoms.
The part grappled by the "Groat Eastern" was then
at a depth of 800 fathoms, the process of lifting it having
been stopped at that depth, as tho strain upon tho grapnel
had risen to over twenty tons, and it was feared that any
further increase would cause it to give way. Wlum, how-
ever, the cable had been cut by tho "Mod way,n tho Htrain
diminished to ten or eleven tons, and tho "Great JMantoru"
recommenced the wort of picking up. It was got on board
and connected with the electrical instruments on tho 2<1 of
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September, and the happy resiilt was immediately nignallod
to Valentia. The extra cable which had "boon provided for
repairing the old one was then joined to tho lattor, ami tho
"Great Eastern" began laying it clown in tho flirtation of
Newfoundland, arriving aafoly at tho Bay of Heart'** Con*
tent on the 8th of September, whon it wan altituhtnl to tho
shore end, which tho "Motlway" them proctxuiod to lay
down; and the same evening oommiuuoatiou          estab-

lished through it between Newfoundland awl VaUmtio.
The total length of cable laid down amouutod to 1,880
miles.

During this second  expedition the                     com-vessel succeeded
